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27 


FEB 

1970 


MEMORANDUM FOR: Deputy Director for National Foreign Assessment 

Deputy Director for Operations 

Deputy Director for Science and Technology 

Inspector General 

General Counsel 

Legislative Counsel 

Comptroller 


FROM 

: 1 

Chief, Regulations Control Branch 

Information Systems Analysis Staff 

25X1 A9A 

SUBJECT 

: Proposed Revision of HUB | | Central Emergency and 

Locator System (Job #8666) Draft A 

25X1A 


FOR YOUR INFORMATION: 


1. Attached is subject proposal that was initiated by the Office of 
Personnel. The purpose of the revision is to incorporate recent amendments 
in procedures, changes in titles, additions to various lists, and minor 
editorial changes concerning the Central Emergency and Locator System. 


2. We plan to send this proposal for approval on 20 Mar ch 1979 . 
If you have questions, please call I I on extension | 


i 25X1 A 
25X1 A9A 


25X1 A9A 


Attachments : 

1. Proposed Revision of HUB 

2. Concurrence Sheet (OGC) 


cc: SSA/DDA 
C/ ISAS 
OP 

AO/RMS- CTS 
RAB 
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